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Message Text 


UNCLASSIFIED 

PAGE 01 ROME 12587 041218Z 

46 

ACTION CU-04 

INFO OCT-01 EUR- 1 2 ISO-OO USIA-15 /032W 

130412 

PR041100Z AUG 76 
FM AMEMBASSY ROME 
TO SECSTATE WASHDC PRIORITY 9235 
RECEPTCENTER NEW YORK 

UNCLAS ROME 12587 

FOR: CU/IVP/V 

E.O. 1 1652 N/A 

TAGS: OEXC, IT (DI FEDERICO, GIUSEPPE) 

SUB J : FACILITATIVE ASSISTANT: GIUSEPPE DI FEDERICO 

REQUEST FOR FACILITATIVE ASSISTANCE FOR GIUSEPPE DI FEDERICO, 
PROFESSOR OF ORGANIZATIONAL BEHAVIOR, UNIVERSITY OF BOLOGNA 
(IVP 66). 

1 . PROFESSOR DI FEDERICO, SPECIALIST IN JUDICIAL ORGANI- 
ZATION, LEAVES AUGUST 15 FOR EDINBERG AND THEN PERU, WHERE INVITED 
DO ORGANIZATIONAL STUDY ON SUPREME COURT. AFTER THIS PLANS 
RETURN VIA US. 

2. REQUESTS FACILITATIVE ASSISTANCE, INCLUDING MODERATE PRICED 
HOTEL RESERVATIONS, IN CHICAGO, WASHINGTON AND NEW YORK. ETA 
CHICAGO SEPTEMBER 12 WHERE WISHES VISIT AMERICAN BAR ASSOCIA- 
TION AND THE AMERICAN BAR FOUNDATION S RESEARCH CENTER; ETA 
WASHINGTON SEPTEMBER 14 WHERE WISHES WORK AT FEDERAL JUDICIAL 
CENTER; ETA NEW YORK SEPTEMBER 19 WHERE WISHES VISIT CENTER 
FOR JUDICIAL ADMINISTRATION OF NEW YORK UNIVERSITY. 

3. DI FEDERICO LONG-STANDING FRIED AND CONTACT IN FIELD OF 
JUDICIAL ORGANIZATION AND REFORM. HIS FIELD AND PRESENT 
RESEARCH IS JUDICIAL ORGANIZATION AND VEHAVIOR. HE HEADS THE 
INSTITUTE OF JUDICIAL ORGANIZATION IN THE UNIVERSITY OF BOLOGNA. 
VOLPE 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 04 AUG 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ROME12587 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760300-0316 
From: ROME 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760887/aaaacyvk.tel 

Line Count: 52 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION CU 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 30 JAN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30 JAN 2004 by ReddocGW>; APPROVED <28 JAN 2005 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FACILITATIVE ASSISTANT: GIUSEPPE Dl FEDERICO REQUEST FOR FACILITATIVE ASSISTANCE FOR GIUSEPPE Dl FEDERICO, 
PROFESSOR OF ORGANIZATIONAL BEHAVIOR, UNI VERSITY O 
TAGS: OEXC, IT, (Dl FEDERICO, GIUSEPPE) 

To: STATE 

RECEPTCENTER NEW YORK 
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